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MHIUMHEYAETOBHAPyKEH 

PAK rPYflM 

PaK rpyflu npoifle Bcero nem/iTb, 

Korfla oh paHo o 6 Hapy>KeH. 

A Bbi cfle/ia/in cbok) e>KeroflHyK) MaMorpaMMy? 

Ec/im HeT, He OTK/iaflbiBai/ue! 

3BOHMTe BThe Breast Center at Valley ceroflHfl! 

425 - 656-5588 

The Breast Center 

UW Medicine 

VALLEY 

MEDICAL CENTER 

Remarkable things happen here!" 
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PaHHflfl flMamocTMKa - 
JlYHlUAfl 3ALMMTA 

Uemp 06caeflOBaHna Tpy py\ b Ba an (The 
Breast Center at Valley) - npeBOCxoflHbii/i 
noMomHMK Harney o6tfli/iHe b 6opb6e c 
paKOM rpyflu. PaHHee BbiaBaeHi/ie 6oae3Hn 
asaaeTca K/iKDMeBbiM 4>aKTopoM k yBeai/meHi/iio 
B03M0>KH0CTeri aeMeHMB n noBbimeHnio 
ypOBHfl Bbl>KHBaHHfl. BflOnOJIHeHMM K 
e>KerOflHblM KaMHHMeCKHM OCMOTpaM I/I 
e>KeroAHbiM MaMorpaMM3M flaa >Kemi4i/iH 
CTapiue 40 aeT peKOMeHflyeTca e>xeMecaMHaa 
caMocToaieabHaa npoBepKa flaa Bcex>KeH[iiMH 
ot 20neTH era pure. 

ATMoc<J>epa, KOTopan /lem/rr 

PocKOLUHbie Tenable xaaaTbi. CnoKOfiHaa, 
KOM(|)opTHaa n o6oflpaioiflaa o6ciaHOBKa. 
CneMnaancTbi b LleHTpe o6caeflOBaHna 
rpyqn b Baan noHHMaiOT, mo BoaHeHne Macro 
conpoBO/KflaeT Tex, kto fleaaeT MaMorpaMMy 
n flpyrne fli/iamocn/mecKi/ie Tecra, noaroMy 
b qeHTpe o6paiflaiOT oco6oe BHUMam/ie Ha 
KOM(j)opT, C03flaHne aTMOccfiepbi npi/iBaTHOCTM, 
Ha BHHMaHi/ie k naqneHTaM h hx o6pa30BaHne. 

ripoflBMHyTan TexHonomn m 
onbiTHbie cnei4na/incTbi 

Pafli/ioaorn b l|eHTpe o6caeflOBaHi/ia rpyflu b 
Bam i/iMeioT orpoMHbii/i onbiT cteMOK rpyflu 
n npeflaaraiOT npoflBnHyTyio TexHoaormo, 
BKaionaa i/icnoab30BaHne Tecra CbeMKOi/i R2, 
KOTopbiH npeflocTaBaaeTflHTMTaabHoe BTopoe 
MHeHne b OTHoiiieHHH Bameii MaMorpaMMbi. 
Hawn MHoroH^caeHHbie ycayn/i no 
npoBefleHHio cbeMKH BKaionaiOT MaMorpaMMy c 
npi/iMeHeHi/ieM hh3koi/i fl03bi, flHamocTHHecKyio 
yabTpa3ByKOByK) MaMorpaMMy i a TecT 
naoTHOc™ koctm. Ecan BaM Hy/KHa noMoiflb, 
KOTopaa 6yfleT 6oabuje, neM o6biMHaa cbeMKa, 
Mbi raioKe npeflaaraeM KOMnaeKCHbie ycaym h 
O nbITHbIX KBaaM(()Hl4HpOBaHHblX cnei_inaai/iCTOB, 
KOTopbie noflflepwaT Bac h npoBeflyT nepe3 
Ka>Kflyio CTyneHb BawHX o6caeflOBaHHM. 

Ha3HaMbTe Baiuy eweroflHyio 
MaMorpaMMy ceroftHfl! 

IJeHTp o6caeflOBaHna rpyflu b Meflnqi/iHCKOM 
fleHTpe Baan pa6oTaeTflaa Bac, n flaa Tex, xoro 
Bbi aio6nTe. 3BOHMTe ceroflHa n Ha3HaMbTe 
bi/i3ht noTeaec()OHy 425 - 656 - 5588 . 






WOMEN WILL BE DIAGNOSED 

WITH BREAST CANCER 

Breast cancer is easiest to cure when it’s detected early. 
Have you had your annual mammogram? 

If not, don’t delay! Call The Breast Center at 
Valley Medical Center today! 

425.656.5588 

The Breast Center 

UW Medicine 

VALLEY 

MEDICAL CENTER 

Remarkable things happen here? 1 
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Early Detection is the 
Best Protection 

The Breast Center at Valley is 
dedicated to helping our community 
win the battle against breast cancer. 
Early detection is the key to increasing 
treatment options and survival. In 
addition to an annual clinical exam 
and annual mammogram for women 
over the age of 40, a monthly self- 
breast exam is recommended for all 
women aged 20 and older. 

Healing Environment 

Warmed, lush gowns. A calm, 
comfortable and reassuring 
environment. Specialists at The 
Breast Center at Valley Medical 
Center understand the anxiety that 
often accompanies mammography 
and other diagnostic testing and 
we emphasize comfort, privacy, 
education and attention. 

Advanced Technology & 

Expert Clinicians 

Radiologists at The Breast Center 
are experienced in women’s imaging 
offering advanced digital technology, 
including the R2 ImageChecker®, 
which provides a digital second 
opinion of your mammogram. Our 
extensive screening services include 
low-dose screening mammography, 
diagnostic mammography ultrasound 
and bone density testing. Should you 
need care beyond routine imaging, 
we also offer comprehensive services 
and collaborative, skilled practitioners 
to support and guide you every step 
of the way. 

Schedule Your Annual 
Mammogram Today! 

The Breast Center at Valley Medical 
Center is here for you and the ones 
you love. Call today to schedule an 
appointment at 425 . 656 . 5588 . 




